Message 


From: Nash, Amy (NOR) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL-Ol/CN=RECIPIENTS/CN=AMY.NASH] 

Sent: 9/2/2009 7:03:04 PM 

To: Renczkowski, Daniel (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

Ol/CN=RECIPIENTS/CN=DANIEL.RENCZKOWSKI]; Khan, Annie (DPH) [/0=C0M MON WEALTH OF 
MASSACHUSETTS/OU=MASSMAIL-01/CN=RECIPIENTS/CN=ANNIE.KHAN]; Corbett, Kate (DPH) 

[/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL-Ol/CN=RECIPIENTS/CN=KATE.CORBETT] 

Subject: Trial Dates 


Dan, Annie, and Kate, 

What dates are good for you as of right now for trials on Monday^nc^tursdays in October or November? I’m going to 
try to move two of my cases for which you have conflicts (CW v^^^Hfor Dan and Annie and CW 
BSSHiH^Bor Annie and Kate), but don’t want to do this without speaking with you all first. 

Thanks for all the help thus far on these matters. 

Amy 

Amy L. Nash 

Special Assistant District Attorney 
Middlesex County District Attorney 
14 Summer Street 
Malden, MA 02148 
781-897-8675 
781-897-8676 (fax) 
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